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For immediate release. 

The Cleveland Museum of Art is pleased to announce the appointments of 
Mrs. Daphne Cross Roloff as Head Librarian and of Alexander D. Ross as 
Associate Librarian. Both have arrived and have assumed their duties. 

Mrs. Roloff holds degrees in Art and Archaeology and in Library Science 
from the University of Toronto. She has had wide experience with museum 
libraries , among which are that of the Fogg Art Museum, the Metropolitan 
Museum of Art and the Sterling and Francine Clark Institute (Massachusetts) . 

Her most recent position was that of Art Librarian at the State University 
of New York at Binghamton. 

Mr. Ross is an honors graduate of Columbia University where he earned degrees 
in English, Art History and Library Science. For the past three years he 
has served as Assistant Fine Arts Librarian there. 

Miss Charlotte Van der Vere, who retired a year ago as Librarian for Accessions, 
returned in February to serve as Acting Librarian of the Museum until the 
new appointees arrived. 
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